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PART IH 


Stores Purchase 


Animal Husbandry Department 

TENDER NOTICE 
[No. 1/2011-12] 

No. 770/2007. 1st July 2011. 

Sealed competitive tenders are invited from ap¬ 
proved manufacturers or authorized distributors/dealers 
for supply of Double door Autoclave-INo. for the use 
of Biosafety Level-II facility at Avian Disease Diagnostic 
Laboratory, Thiruvalla. 

Total amount— 1,79,859. 

Earnest Money Deposit—1 % of the total quoted amount. 

Cost of tender form: 

Original— 400 + 12.5% VAT 

Duplicate— 200 + 12.5% VAT 

Last date and time upto which tender is issued— 
25-7-2011, 3 p.m. 

Last date and time of receiving tender—26-7-2011, 4 p.m. 

Date and time of opening tender—27-7-2011, 2 p.m. 

Address of office from which tender forms are 
available and tenders are received—Avian Disease 


Diagnostic Laboratory, Manjadi P.O., Thiruvalla, 
Pin-689 105, Pathanamthitta Dist., Kerala. 

All Kerala Government orders and laws applicable to 
tenders are applicable to this tender also. Full details of 
the above item will be available along with tender forms. 
The validity of this tender will be for 12 months from the 
date of this tender notification. 

railajoieio nJc0^1csao(X)m1(36m<s2)aaoejcDilRj8 £jG6njoo§o'tol6>£j 

6TlKBCQ)OC(TUai3g1 6)£JOJ®3 6) CTU <B6) Clj}'' (TU r Dca>ffl^«5Knl(Sejc8S)C)CS2)1 

smilc/d cojdo(3 630<3§og<s>oj— i tif)6mo ailKnasnoo 6)£U<gj(uoa3 
ctnoraSrijffl^ajgg cril(3amo6m cruriOrLj(n63T3c^/(3raoco1ta,^ra) ojlKnasm 
c 9S)0(3 n^cmlcnalaS crilcrojo flcS^ejocrujcejua cMdsml^j 

acftioasiciT)]. 

BTSSftffll eft.- 1,79,859. 

crilaaiLflcuio—rara)fflc&> (rojc&cnrjas i% 
odS^eiocru Gnnooraroilon3 oilei: 

65dlSSlOD®3- 400 + 12.5% 21 \ £U>01(30151®) fhlcft>J«J)l. 










oju^nJIecSSig— 200 + 12 . 5 % ffijej^cudinul©) oil <&>j rail. 

acjnejocru Snoaoo cn rail cft> jam raraaiaroom anldscmlccsjo 

CTUacffiOJJo-25-7-2011, 3 ffl6TT>l. 

acjaeioonj csaDooo cruj°lca>ffl1c9S)janD cmaaicruoao oytoraitojo 

(Tuacffiaijo - 26-7-2011, 4 ffl6m1. 

3(3>mio<Tu raijocrn ojffll csaao cjdI cMijcm otiIcq) cmlcmjo 
cruaicffiaijo— 27 - 7 - 2011 , 2 ffl6ml 

ratS'^ejoom encooo cnc53c&>j<ft>cQ>2o anj°lc&>(a1c9S)j<ft>cQ>2o 
Oiit^jar) 630a£3°lcnil6ici^ ailejoaruo — rOcMdlcsffloatmlcSsrocffiuaoei, 
(2)6T!M>0 Si nil.63., COllfflinjej, nj 85UJ) 00 o fflll S Sjlei, (Stfljfflg, 
nil ClS-689 105. 

e<ft>rag cnx3cssw(8 oiS'ieiocrojc&c/ScW) 6njoa)<ft,i2iOoa>jaT) n^ejo 
rolcrsaesngjo 6g'D ra^'^eiocrulaojo 6mo(jOca>mo6rn. gnjta.ffl6rr) 
63T3gJ6)S n£)ejO Ojloj ffl63T3gJo 3c3^eiO(TU (SnnOOCSTtnlSKTDOnjo 
eie^fflo6rn. 3(3^eioorul6)ci^ c&oejoaiti)! gu B^^eiocru 

njffloru^Onjsjroroilcrscmj mjraxaS 12 aoomGtmOTcOfflotnnffllcOffljcmtmosrn. 

Specifications 

Double Door Autoclave 

Chamber volume— 35 Liter 
Chamber dimension — 300 X 500 mm. 

Loading capacity —250 ml. flasks 
10 air changes per hour 

Fully automated operation with digital control and high 
safety lid 

Microprocessor based controller with display for 
temperature and time 

Heavy duty jacket 

Construction chamber—SS 304 

Operating pressure—15PSI 

Operating temperature—121 degree celcius 

Special Terms and Conditions 

1. The offer should be for supply from ready stock 
in original packing of the manufacturer and the tenderers 
should give the name of the manufacturer of the item. 

2. Tenderers should submit a crossed demand draft 
for 1% of the quoted amount drawn in favour of Deputy 
Director, Avian Disease Diagnostic Laboratory, Thiruvalla 
along with the tender as Earnest Money Deposit. 

3. Rate quoted should be in Indian Currency and or 
Foreign Currency on CIP basis. 

4. If the supply order is placed in Indian currency, 
FOR delivery to destination and if in foreign currency, the 
delivery should be as per the terms and conditions of 
Letter of Credit. 

5. Ex godown rate and free on rail despatch at 
stations offered by firms are not acceptable and such 
tenders will be rejected. 

6. The firm who are not original manufacturers 
should produce the authorization certificate by the 
manufacturer. 

7. Sufficient brochures and technical write ups of the 
quoted items should be provided along with the tender. 


8. A minimum of one year guarantee should be there 
for every tendered item. 

9. Tenderers should submit a preliminary agreement 
in the Kerala Stamp Paper worth 100 along with the 
tender. In the absence of such agreement, tender will be 
rejected. 

10. The manufacturer should have ISO certification or 
other valid accreditation. 

11. Annual Maintenance Contract for 5 years should 
be there with the company. 

12. Supply of the items should be affected within 15 
days on receipt of supply order. No extension of time 
will be allowed. 

13. A minimum of three demonstrations should be 
done by the firm/authorized technical hands after 
installation. 

14. The Earnest Money Deposit furnished by the 
firms as demand draft will be released after satisfactory 
completion of contracts and the tenderers should collect 
the same from this office. 

15. Payments will be made within 15 days from the 
date of acceptance of the item by the Deputy Director, 
Avian Disease Diagnostic Laboratory, Thiruvalla after 
satisfactory installation and demonstration of the item. 

Avian Disease 

Diagnostic Laboratory, (Sd.) 

Manjady, Thiruvalla. Deputy Director. 



